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Source, au electrònics expert in Àustria, States that 
durlag a ecaiversation vith th® Director of the Austrian radio and 
televisió» station vas toia that the Sat.ellite eountries wre 
very dissatisfied vith th® a&cro-wave STRELLA equipiaent that had 
prsaricusly besa supplied and for that reasoa that ao xaovs equip- 
Jseat vo*ild ha supplied to thera. To repla.ee soige of the eçuipaeat 
oa feíïnxl., aeeordisg to source, PoXajad, CzechoslQvakia and Hungary 
fea'/e ordered tveaty five (25) i tems of Micro-vave Equipiresat 
operatiag ca 6000MCS for uso froan the fina SFR Paris, France, 
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